TABLE A-2 In Vivo Tests


			

	Exposure
	Volume of Water to be Concentrated/ Number                      Exposure Number of       of Dose   Concentration     Period/Test
	
Test                Frequency  Period
		Animals/Dose    Levels    Factor           (liters)0-
	
Teratogenicity        3/yr
	5 days
	Mouse (25)      3
	400 - 1,700         70ofe -  1,4005.

with two species
	5 days
	Rat (25)        3
	650 - 2,700        9,300^- 19,0005.

Toxicity (acute)      1/yr
	1 day
	Rat             3
	100, 500, 1,000       400


	
	(10: 5M, 5F)
	

Short-term          3/yr
	14 days
	Rat             3
	100, 200, 400      4,900

repeated dose
	
	(20: 10M, 10F)
	

(14-day)
	
	
	

Subchronic           1/yr
	75 days
	Rat             3
	100, 200, 400     52,500


	
	(40: 20M, 20F)
	

Reproductive         1/yr
	75 days
	Rat             3
	100, 200, 400     52,500

phase, F-j_a
	
	(40: 20M, 20F)
	

(follows subchronic
	
	
	

test)
	
	
	

Reproductive        1/yr
	75 days
	Rat             3
	100, 200, 400     52,500

phase, F2a;
	
	(40s 20M, 20F)
	

(follows reproduc-
	
	
	

tive phase F-^a)
	
	
	

Chronic            Once
	24-30 mo
	Rat             3
	100, 200, 400     1.3 - 1.6 x 106

lifetime
	
	(100: 50M, 50F)
	

Assumes that the unconcentrated water contains:

33 mg TOC/liter.

k6 mg TOC/liter.

2Based on a water intake of 3 ml/day/roouse; 25 ml/day/rat,

NOTE: Each test is to be performed separately on both the renovated water and conventional water. The listed
requirements are those for each type of water and each test; the frequency is also indicated.